REPAIR  INDUSTRY 
OUTREACH 

Do  you  have  Questions  about: 

• Fixing  an  IM240  failure 

• Fixing  an  OBD  II  failure 

• The  Repair  Facility 
Performance  Report 

Would  you  like  to: 

• Tour  a test  station 

• Drive  your  car  on  the  dyne 

• Obtain  a copy  of  your  shop's  repair 
effectiveness  report  (your  grade) 

• Attend  FREE  seminars  on: 

"How  to  fix  an  IM240  failure" 

"How  to  fix  an  OBD  II  failure" 

Call 

Repair  Industry  Outreach 

(847)  758-3434 


Repair  Facility 

Performance 

Report 


or  visit  our  website  at: 
www.epq. state  il  us 
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